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Customer ID: 33183 
Certificate: 22-R>01 36 

Site: 002 

JOHNSON & JOHNSON PHARM 

. « 

Inspection 

Type: ROUTINE INSPECTION 
Date; DEC-04-2006 


No non-compliances identified this inspection. 
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